8.0    Domestic/indus-	Water Quality Act	Ground Water	Effluent limitations,	Current CDPS permit Hmita-           Medium
trial waste-	(25-8-101 et	Quality Control	performance	tiqns based on receiving
water disposal	seq.)	Regulations (to be	standards	stream standards mainte-
(surface		developed);		nance and do not protect
discharges		CDPS Regula-		alluvial aquifers from long-
with subse-		tions for Point		term "loading" impacts.
quent seepage		Sources (5 CCR		
to alluvial		1002-2)		
aquifers)				
9.0    Agricultural	Water Quality Act	Ground Water	Design criteria,	Primarily feedlots with surface             Low
wastewater	(25-8-101 et	Quality Control	performance	impoundments.
impoundments	seq.)	Regulations (to be	standards	
with discharge		developed)		
to ground				
water				
	and/or			
	Solid Waste Act	Solid Waste Reg's (6		
	(30-20-101 et	CCR 1007-2)		
	seq.)	(being amended)		
10.0    Domestic sewage	Water Quality Act	Ground Water	Design criteria,	Limited design criteria required           Low
lagoons dis-	(25-8-101 et	Quality Control	performance	for domestic wastewater
charging to	seq.)	Regulation (to be	standards	systems.
ground water		developed)		
	and/or			
	Solid Waste Act	Solid Waste Reg's (6	Design criteria,	Presently being used on selected
	(30-20-101 et seq.)	CCR 1007-2)	performance	cases.
		(being consid-	standards	
		ered)		
